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Quarantine' Barns 

2 Corn Cribs 

3 Dwelling House 

4 Office, Bacteriological, 
and Chem. Laborataries 

5 Well to supply Dairy and 
Bams 

6 Milk House 

7 Cow Barns 

8 Eicercise Yards 

9 Trolley .for. Manure 
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Guaranteed Milk and Cream 

for the 

Nursery and the Table 

THIS circular, advertising WALKER = QORDON 
GUARANTEED MILK AND CREAM, is sent 
to you with the permission and concurrence of 
a Commission of New York physicians, which 
controls the production of this milk and cream. 

As regards the Commission, it is scarcely necessary 
to say that its members receive no remuneration for their 
services. They are interested in this matter from a 
desire to insure a pure and safe milk supply, and because 
they have been requested by a number of New York 
professional men to undertake the supervision of a milk 
supply upon a strictly scientific and disinterested basis. 
The following gentlemen have been appointed to 
serve the Commission as expert advisers in their respec- 
tive departments. 

Dr. ROWLAND Q. FREEMAN, Bacteriologist. 

Pathologist to the Foundling' s Hospital, New York. 

Dr. CLARENCE J. MARSHALL, Veterinarian. 

Demonstrator of Theory and Practice of 
Veterinary Medicine, University of Pennsylvania. 

Dr. E. H. BERQEN, Physician to Employees. 

Ohairman Board of Health, and City Physician, 
Princeton, New Jersey. 

Dr. JOHN S. ADRIANCE, Chemist. New York. 
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The reports of the Commission are sent out, from time 
to time, to all physicians in New York and vicinity. 

Your own physician receives these reports, and can 
verify the facts here presented by the Walker-Gordon 
Laboratory Co., who produce the milk under a strict 
legal contract made between them and the Commission. 

f 

Where the 

Milk is Produced. 



^^TTl TALKER-GORDON GUARANTEED MILK" is 

V Y produced upon the Company's farm at Plains- 
boro, N. J., on the main line of the Pennsylvania Rail- 
road. 



The Farm. — The farm is large and fertile. The barns 
and buildings are isolated from highways and from all 
forms of contamination. There are there no water 
holes, nor ponds, nor swamps, and the soil is dry and 
clean. 

The Barns. — The barns are constructed with perfect 
ventilation, abundance of air and sunshine, and with 
absolutely waterproof floors. They have neither 
cellars nor lofts. They are fitted with trolleys for the 
conveyance of feed and manure, and are furnished 
with water and live steam for cleansing purposes. 

The Herds. — The cows are carefully selected American 
grades. They have been brought from healthy dis- 
tricts, and have never been overfed or forced. They 



are young. They have passed the tuberculin test for 
tuberculosis, and they have been quarantined for the 
possibility of other diseases. They are all healthy. 
They are under the immediate care of a competent 
foreman and have the periodical attention of an expert 
veterinarian. They are fed and cared for with but one 
purpose in view, namely, the production of milk 
entirely suitable for nursery and table use. 

The Water Supply. — The water used for washing, 
rinsing, watering' cows, and for all other purposes, is 
drawn from a protected well. This well is isolated 
from buildings, and is more than one thousand feet 
from the farm house. It is forty feet deep. The well 
is curbed and lined with brick, set in Portland cement 
to the bottom, and it is protected from surface seepage 
with an extra wall on the outside for seven feet in 
depth, and it is cemented inside to the water line. It is 
fenced in with a high fence for fifteen feet on every 
side; it is inaccessible to animals, and to all the 
employees, except the superintendent. 

The Drainage of the Buildings. — All the buildings 
used for milk production and care, are carefully drained 
by means of glazed earthenware tight tile pipes, trapped 
and ventilated. The drainage is carried to the Devil's 
brook, a quick-flowing stream full of water at all times 
of the year. 



The Milk 

is Pure and Safe. 

The Care of the Cows — The cows are maintained in 
heaitii. They eat the best food, and drink pure water. 
Their food is selected for them and fed to them with 
scientific care. The water is brought in pipes and 
dranl< from vessels, all of which are connected with the 
live steam of large boilers, and are in this way steril- 
ized whenever occasion requires. The cows are kept 
clean. They have abundance of air, exercise and sun- 
shine. 

The Hygiene of the Attendants A local physician, 

approved by the Commission, has supervision of the 
health of the men that are employed on the farm and 
of the help in the boarding-house. Slight sickness 
among the help receives instant examination by the 
physician, who is responsible to the Commission. He 
makes quarterly reports of the health of the atten- 
dants, and of the general hygiene of thetarm. Before 
and during the process of milking, the attendants are 
required to wash thoroughly in the presence of the 
superintendent. They wear white clothing, which is 
sterilized freshly before each milking with moist steam 
in sterilizers used only for this purpose. The superin- 
tendent also supervises all the process of milking, and 
guards against any contamination of the milk by the 
attendants. 

The Hygiene of the Milk-House. — The milk is taken 
from the barn to the milk-house as soon as it is milked. 



It runs through the walls of the milk-house into a porce- 
lain receiving tank, and from this, through a filter, into 
a mixing tank and over a specially constructed cooler 
that reduces it to a very low temperature. The whole 
time occupied in the process is not more than five 
•minutes for any given body of milk. The exposure of 
the milk in the milk-house is reduced to the smallest 
possible time compatible with mixing, cooling and bot- 




MILK-HOUSE. 



tling. The air of the milk-house is clean. The house 
has double and triple windows, and the air is changed 
by an exhaust process ; new air being admitted after it 
is filtered and washed by a spray. Special precautions 
are taken to exclude flies. The walls and floors of the 
house are waterproof. The dairymen wear specially 
sterilized clothing. They do not visit the barns or do 



work upon the -farm. The milk-house is fitted with 
two large sterilizers. All packages received from with- 
out are sterilized before being washed, and again after 
rinsing and before filling. All cans, tanks, coolers, 
separators, milk-pails, milk-stools, shipping cases, and 
other articles or appliances which come in contact 
with the milk, are previously sterilized. The jars and 
bottles, with their covers, are sterilized before use, 




FEEDING FLOORS. 

and finally capped with a foil-cap with the name 
"Walker-Gordon Guaranteed Milk," stamped upon 
it. The transportation of the milk to New York is by 
the quick passenger trains of the Penn. R. R. — and 
the time allowed for transportation from the farm to 
the laboratory is less than two hours. 
The Superintendence. — The superintendent is a man 
who has been trained for this work. He is a graduate 



of Cornell University and has special qualifications 
for his position. He supervises all operations in the 
barns and milk-house, carries out all rules laid down 
by the experts employed by the Commission, and, 
besides, makes daily examinations of the chemical 
and the bacteriological condition of the milk. 




REAR WALKS. 



SHUTTERED WINDOWS WITH VENTILATORS. 



Special Precautions 
Against Disease Germs. 

Special Safeguards against Infection. — The unusual 
safeguards that have been placed around the production 
of this milk may be enumerated as follows, namely : 

(i) The veterinary care of the herd, and its protection 
against tuberculosis, sepsis of the udder, and other 
infectious diseases of the cow herself. 



(2) The medical care of the attendants, in regard to 
their health, the hygiene of their home, and the prac- 
tical quarantine of the farm. The careful sterilization 
of milkers' clothing, and the cleanliness of their hands 
and arms during the process of milking. 

(3) The care of the cows, the absence of manure in the 
barns, the practical exclusiiin of fecal matters from the 
milk, and precautions against the entrance of dust. 

(4) The extraordinary precautions placed around the 
milk in the milk-house, and in the progress of trans- 
portation and delivery. 

Why it is called 
Guaranteed Milk. 

The Name of the Milk, — The name "Walker-Gordon 
Guaranteed Milk" has been carefully chosen. The 
familiar title, "Certified Milk," is discarded, because, 
in many cities, this title, honorable in Newark and 
other cities of New Jersey, and in Buffalo, N.Y., has 
become a mere advertising term, employed by un- 
principled dairymen to gain business, but without 
carrying with it the certification of a medical 
commission. 

The Walker-Gordon Laboratory Co. is now recognized 
by many boards of health and by most dairymen 
as the pioneer and principal supporter of scientific , 
milk production; so that the term "Walker-Gordon 
Guaranteed Milk" carries a double guarantee, both 
of the all-important certification of the Commission of 
physicians which gratuitously supervises its production, 
and also the certainty that the producers, whose work 
is favorably known in New York, Boston, Philadelphia, 
Chicago, Baltimore, and other cities, will bring also to 
this enterprise knowledge, ability and conscientiousness. 



The "Guarantee" 
name covers: 



(i) Milk, delivered in glass jars, bearing the stamp of 
the company, and covered with a foil cap with the 
words 




stamped upon it. 
(2) Cream, run by centrifugal process from the same 
milk, and also covered with a foil cap bearing the 
stamp 
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Cream is sold in half-pint, pint, or quart jars. A RICH 
TABLE CREAM for domestic use is a specialty. 
This is the most perfect table cream that can be pro- 
duced. 

(3) Creams, of various definite percentages, for use in 
home modification for infant feeding. These creams 
can be depended upon for the accuracy of their per- 
centages. 

Delivery, etc. 

Delivery. — Delivery is free by all the regular routes of 
the Walker-Gordon Laboratory Co. and to express 
offices for out-of-town orders. 

Delivery to steamers and railroad stations for travelers' 
use, by arrangement. 

Complaints — Complaints should be sent to the Walker- 
Gordon Laboratory, 626 Madison Avenue, New York. 
Samples of milk, alleged to be defective, will be sent 
to Dr. R. G. Freeman for examination, and a report in 
writing will be furnished to the complainant. 

How to Get to the Farm. — The farm is at Plainsboro, 
New Jersey, on the mai'n line of the Pennsylvania 
Railroad. Visitors will be welcomed there, at any 
time, by the superintendent. Arrangements for visits 
can be made also at the office of the Laboratory, 
626 Madison Avenue, New York. 
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Conclusion. 



HEADS of families and housekeepers are respectfully 
requested to investigate the matters set forth in 
this circular, and, if they desire to order "guaranteed 
milk or cream," to send in their orders early in the sea- 
son, as the supply may be limited and a waiting list 
become a necessity. But the Walker-Gordon Laboratory 
will exercise due diligence, consistent w ith thoroughness, 
in supplying all customers. No milk or cream will be 
sold from the Laboratory except that which is produced 
under the control of the Commission. 




OFFICE OF THE 

Walker-Gordon Laboratory, 

626 Madison Avenue, New York. 

Telephone 1035, 38th St. 
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New York 

Boston 

Philadelphia 

Chicago 

Baltimore 

Providence 

5t. Louis 

Buffalo 

Cleveland 

Pittsburg 



626 Madison Avenue 

203 Clarendon Street 

1721^ Chestnut Street 

2112 Michigan Avenue 

421 North Charles Street 

524 Academy Avenue 

2008 Pine Street 

961 Main Street 

1316 Euclid Avenue 

3516 Fifth Avenue 



Montreal 



IN CANADA 

. 64 Drummond Street 



London 



IN ENGLAND 
5A Duke Street, Qrosvenor Square, W. 



